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The  Mellow-Glow  Series  provides  scientific 
illumination  for  attractive,  restful  lighting. 
This  is  the  objective  which  we  have  con¬ 
tinually  strived  for  and  attained  in  this  most 
charming,  delightful,  and  original  series. 
A  feeling  of  cheeriness  and  warmth  ore 
sure  to  abound  wherever  this  line  is  used. 

This  new  creation  of  lighting  is  ideally 
suited  for  living  room  and  dining  room. 
Columns  together  with  bowls  are  made 
from  glass. 

The  bowls  of  this  series  are  truly  an  ex¬ 
travaganza  of  true  beauty.  AVe  have  spared 
no  expense  in  bringing  to  the  consumer 
especially  treated  bowls  with  exclusive 
treatments  and  decorations. 

Glassware  on  No.  1941  is  our  new  "Golden 
Ray"  glass  with  iridescent  effect.  Design 
applied  in  tan  and  oven  baked.  Cannot 
possibly  scratch  and  wear  off.  Standard 
qucmtity — Four. 

Glassware  on  No.  1940  is  also  of  Golden 
Ray"  glass  with  iridescent  effect.  Stan¬ 
dard  quantity — Four.  Design  consists  of 
rosettes  and  square  scalloped  edge  which 
greatly  enhance  the  beauty  of  this  number. 
These  are  decorated  in  eggshell  which 
make  for  a  beauteous  contrast. 


No.  1941SF — ‘semi-flush  fixture  —  Length 
13"_Width  16" — wired  keyless  with 
four  lights.  Standard  quantity — four. 

No.  1941D — Length  36" — width  16" — wired 
keyless  with  four  lights.  If  desired  with 
triple  action  switch,  specify  1941D 
Switch.  Standard  quantity — four. 

No.  1940SF— Semi-flush  fixture  —  Length 
18" — width  16" — wired  keyless  with 
four  lights.  Standard  quantity — four. 

No.  1940D — Length  36" — width  16" — wired 
keyless  with  four  lights.  If  desired  with 
triple  action  switch,  specify  1940D 
switch.  Standard  quantity — four. 

Finishes:  in  Eggshell  or  Chromium. 
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The  use  of  well  designed  fixtures  enhances  the  beauty  and  interest 
of  the  home  and  creates  satisfactory  first  appearances. 

The  charm  of  this  series  is  greatly  increased  with  gloss  bobeches  and 
prisms. 

We  have  added  a  four  light  drop  and  semi-flush  to  this  series  as  we 
have  had  innumerable  requests  for  this  type.  In  many  cases  it  will 
serve  the  purpose  of  a  five  light  fixture  with  greater  economy. 

No.  5205D — Five  light  drop — Length  36" — Spread  20" — Standard 
Quantity — Six — Wired  with  triple  action  switch. 


No.  5203D — Three  light  drop — Length  36" 
quantity — Six — Wired  keyless. 


-Spread  15  Vs" — Standard 


No.  5203SF — Three  light  semi-flush — Length  12"' — Spread  151/2 " — Stan¬ 
dard  Quantity — Six — Wired  keyless. 

No.  5201SF — Qne  light  semi-flush  hall  lantern — Length  9" — Spread  8" 
— Standard  Quantity — Three — Wired  keyless. 

No.  5200 — Glass  Beam  light — Length  8"- — Spread  5%" — Standard 
Quantity — Twelve — Wired  Keyless. 

Finishes:  All  Chromium,  Chromium  and  English  Brass  or  All  English 
Brass. 

Glassware:  Habana  Tan  with  Clear  wine  top. 


PAGE 

2 


j 

I 


1 


P  A  G  I 

3 


OL  W. 


^ene6 


This  series  iurnished  with  glassware  which  is  an  especially  treated, 
lustrous  ivory  with  a  clear  amber  top,  which  serve  to  provide  these 
numbers  with  a  pleasing  delightful  contrast  of  light  glow.  The  scal¬ 
loped  cups  add  much  beauty  to  this  line. 

No.  5201D  — one  light  drop  hall  lantern — Length  36" — Spread  8" — 
Standard  Quantity — Six. 

No.  5204D — Four  light  drop — Length  36" — Spread  17^-;" — Standard 
Quantity — Six — Wired  keyless.  If  desired  with  triple  action 
switch,  specify  5204D  switch. 

No.  5204SF — Four  light  Semi-Flush- — Length  12" — Spread  17^2" — 
Standard  Quantity — Six — Wired  keyless. 

No.  5205SF — Five  light  Semi-Flush — Length  36" — Spread  20" — Stan¬ 
dard  Quantity — Six — Wired  keyless. 

No.  5207— Qne  light  bracket —  Backplace  5^/^"  x  S’l;"- — Extends  7" 
height  including  crystals  12" — Standard  Quantity — Twelve. — 
Wired  with  turn  knob  bottom  switch. 
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This  series  is  one  which  can  be  typified  as  bearing  a 

rugged  individuality  which  is  extremely  pleasing  to 

the  eye. 

No,  6904D — Four  light  drop — Length  36''- — Spread  17"- — 
Standard  Quantity — Six — Wired  keyless.  If  switch 
is  desired,  specify  No.  6904D  Switch. 

No.  6903D — Three  light  drop — Length  36”' — Spread  15  ^'2" 
— Standard  Quantity — Twelve- — Wired  keyless. 

No.  6903SF — Three  light  Semi-flush — Length  12"- — Spread 
1 5  ^2  ” ' — Standard  Quantity — Six — Wired  keyless. 

No  681 — One  light  indirect — Length  8%" — Spread  8%" 
— Standard  Quantity — Eighteen — Wired  keyless. 

No.  691 — Glass  beam  light — Length  8"- — Spread  5%" — 
Standard  Quantity — Twenty-four — -Wired  keyless. 

Glassware:  Ivory. 

Finishes:  Chromium  and  Bronze,  Eggshell  and  Gold. 
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The  fluted  glass  and  new  column  ore  gracefully  imposed 

in  the  architectural  beauty  of  this  series. 

No.  6905D — Five  light  drop — Length  36" — Spread  19" — 
Standard  Quantity — Twelve — Wired  with  triple 

Action  Switch. 

No.  6905SF — Five  light  semi-flush — Length  12" — Spread 
19" — Standard  Quantity — Twelve — Wired  keyless. 

No.  6904SF — Four  light  Semi-Flush — Length  12" — Spread 
17" — Wired  keyless. 

No.  6907 — Qne  light  bracket — Backplate  SL's"  x  5L^" 
Extends  6" — Standard  Quantity — Twelve — Wired 
with  center  turn  knob  switch. 

No.  690 ID — Qne  light  drop  hall  lantern — Length  36" — 
Spread  9" — Standard  Quantity — Twelve — Wired 

keyless. 
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In  this  series  we  offer  a  line  of  fixtures  that  are  truly  astounding  for  value  together  with  a  well  designed  and  constructed 
fixture.  Furnished  with  a  designed  pocket  that  is  uncommon — namely  the  scalloped  top. 


No.  6705D — Five  light  drop  —  Length  36"  —  Spread  19"- — 
Standard  Quantity  —  Ten  —  Wired  with  triple  action 
switch. 

No.  6705SF — Five  light  semi-flush — Length  12" — Spread  19" 
■ — Standard  Quantity — Ten — Wired  keyless. 

No.  6703D — Three  light  drop — Length  36" — Spread  15" — 
— Standard  Quantity — Six— Wired  keyless. 


No.  6701D — One  light  drop  hall  lantern  —  Length  36"  — 
Spread  8"  —  Standard  Quantity  —  Twelve  —  Wired 
keyless. 

No.  6701SF — One  light  semi-flush  hall  lantern — Length  12" 

— Spread  8"  —  Standard  Quantity  • —  Twelve  —  Wired 
keyless. 

Finishes:  Eggshell  and  Gold,  Chrome  and  Bronze,  Egg¬ 
shell  and  Chrome. 

Glassware:  Ivory. 
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An  extravagant  looking,  low  priced  line  that  embodies  all  of  today's  advanced  principles  of  better  light  for  better  sight. 
All  elements  harmonize  with  unusual  effectiveness  in  line  and  design. 


No.  6805D — Five  by  Two  light  drop — Length  36" — Spread 
20" — Standard  Quantity — Six — -Wired  with  triple  action 
switch  controlling  bottom  two  lights,  five  lights,  and 
all  seven  lights. 

No.  6805SF — Five  by  Two  light  semi-flush — Length  14" — 
Spread  20" — Standard  Quantity — Three — Wired  keyless 
If  desired  with  triple  action  switch  in  order  to  illumi¬ 
nate  bottom  bowl  separately,  specify  6805SF  switch. 

No.  6703SF — -Three  light  semi-flush  —  Length  12"  —  Spread 
15" — Standard  Quantity — -Six — Wired  keyless. 


No.  6707— Qne  light  bracket — Back  Plate  6"  x  6" — Extends 
7"— Standard  Quantity — iTwelve — Wired  with  turnknob 
bottom  switch. 

No.  670 ID- A — Qne  light  drop  hall  lantern — Length  36"- — 
Spread  9"  —  Standard  Quantity  —  Twelve  —  Wired 
keyless. 

See  page  15  for  attractive  pieces  to  match  this  series 
Numbers  81,  82,  69. 
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Charm  and  simplicity  is  the  keynote  of  this  series.  This  styled  lighting  is  for  the  home  where  a  comfortable  atmosphere 
is  to  be  achieved.  This  decorative  series  will  surely  add  much  loveliness  to  the  general  appearance  of  the  room. 


No.  7205D — Five  light  drop — Length  36" — Spread  19 Va" — 
Standard  Quantity — 12 — Wired  with  triple  action 
switch. 


No.  7203SF — Three  light  semi-flush — Length  12" — Spread 
15L^" — Standard  Quantity — Six — Wired  keyless. 


No.  7204D  2 — Four  by  two  light  drop.  Length  36" — Spread 
18" — Standard  Quantity — Six — Wired  with  triple  action 
switch  controlling  two  bottom  lights — Four  and  six 
lights,  (also  made  in  semi-flush — 7204 /2SF — see  list). 
If  desired  with  triple  action  switch  in  semi-flush  to 
illuminate  bottom  bowl  separately,  specify  7204/2  SF 
Switch. 

No.  7203D — Three  light  drop — Length  36" — Spread  15 ’2" — 
Standard  Quantity — Six — Wired  keyless. 


No.  7207 — Qne  light  bracket  —  Backplate  bVz"  x  5L2"  — 
Extends  6" — Standard  Quantity — Twenty-four — Wired 
turn  knob  bottom  switch. 

No.  7201D-A — Qne  light  drop  hall  lantern — Length  36" — 
Spread  9" — Standard  Quantity — Twelve — Wired  keyless 

Finishes:  in  Chromium  and  Bronze,  Eggshell  and  Gold  and 
Eggshell  and  Chromium. 
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Modern  times  have  seen  a  change  from  the  over  ornate  type  of  fixture.  In  this  series,  simplicity  and  fullness  of  design 
and  beauty  is  accentuated.  Spinnings,  glassware  and  fixture  blend  harmoniously  into  a  most  saleable  item. 


No.  7205D/2  — Five  by  two  light  drop — Length  36" — Spread 
20" — Standard  Quantity — Six — Wired  with  triple  action 
switch  controlling  bottom  two  lights,  five  lights  and 
seven  lights.  (Also  made  in  semi-flush  7205/2SF  see 
list).  If  desired  with  triple  action  switch  in  semi-flush 
to  illuminate  bottom  bowl  separately,  specify  7205/2SF 
switch. 

No.  7205SF — Five  light  semi-flush — Length  36” — Spread 
19 V2" — Standard  Quantity — Twelve. 

No.  7204D — Four  light  Drop — Length  36" — Spread  17^/2" — 
Standard  Quantity — Six — Wired  keyless — If  desired 
with  triple  action  switch,  specify  7204D  switch. 


No.  7204SF- — -Four  light  semi-flush — Length — -12" — Spread 
171-2" — Standard  Quantity — Six — Wired  keyless. 

No.  720  ID — One  light  drop  hall  lantern — Length  36" — 
Spread  8" — Standard  Quantity — Twelve — Wired  Key¬ 
less. 

No.  7201SF — One  light  semi-flush  hall  lantern — Length  12" 
— Spread  8” — Standard  Quantity — -Twelve — Wired 

keyless. 

For  three  hall  pieces  to  match  see  No.  81,  82,  and  51,  page 

15. 

Glassware:  Ivory. 
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We  have  perfected  in  this  series  a  line  of  fixtures  which  are  unparalleled  in  price.  An  exceedingly  attractive  line  en¬ 
riched  by  a  very  line  grade  of  domestic  scalloped  shade  not  to  be  found  on  a  number  anywhere  to  equal  our  price  • 
Something  new  and  different  effected  by  the  special  trimmings  on  the  bottom  of  each  cast  cup  which  so  beautifully  blends 
with  the  motif  of  the  fixture.  •  All  that  is  required  to  assemble  this  line  is  to  tighten  the  loop  onto  the  fixture  with  three 
screws. 


No.  7505D — Five  light  drop — Length  36"- — Spread  19 V2'' — 
Standard  Quantity— Twelve — Wired  triple  action  switch. 

No.  7505SF — Five  light  semi-flush — Length  12"- — Spread 
19  — Standard  Quantity — Twelve  — Wired  keyless. 

No.  7503D — Three  light  drop — Length  36" — Spread  15"- — 
Standard  Quantity — Twelve — Wired  keyless. 

No.  7503SF — Three  light  semi-flush — Length  12" — Spread 
15" — Standard  Quantity — Twelve — Wired  keyless. 


No.  7501D — Qne  light  drop  hall  lantern — Length  36" — 
Spread  9" — Standard  Quantity — Twelve — Wired  key¬ 
less. 

No.  7507 — Qne  light  bracket — Backplate  5^/2"  x  5^^" — 
Extends  6" — Standard  Quantity — ^Twenty-four — Wired 
turn  knob  bottom  switch. 

Glass:  Ivory. 

Finishes:  Chromium  and  Bronze — Eggshell  and  Gold. 

•  PAGE 

10 


A  delightful  moderation  in  designing  adapts  these  fixtures  to  almost  all  types  of  homes  with  unquestioned  good  taste. 
The  reeded  column  and  well  proportioned  shades  give  complete  harmony  of  line  and  balance.  •  Finished  in  a  fired 
light  tan  finish  with  pastel  colors  faintly  tinted  on  the  petals  and  leaves  of  the  flower.  We  offer  an  entirely  original  glass 
pocket  together  with  an  exclusive  finish.  •  Glassware  of  a  flowered  design  gives  this  series  an  exclusive  feature  not 
to  be  found  in  any  other  line  of  this  type.  •  Finished  in  Toned  Eggshell  and  Gold,  Chrome  and  Bronze,  end  Egg¬ 
shell  and  Chrome. 


No.  7105D — Five  light  drop — Length  36" — Spread  20" — 
Standard  Quantity — Five — Wired  with  triple  action 
switch. 


No.  7103SF — Three  light  semi-flush — Length  12" — Spread 
16" — Standard  Quantity — Five — Wired  keyless. 


No.  7105SF — Five  light  semi-flush  —  Length  12"  —  Spread 
20" — Standard  Quantity — Five — Wired  keyless. 

No.  7103D — Three  light  drop — Length  36" — Spread  16" — 
Standard  Quantity — Five — Wired  keyless. 
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No.  7107 — Qne  light  bracket — Backplate  6"  x  6" — Extends 
7"  —  Standard  Quantity  —  Twelve  —  Wired  with  pin 
switch. 
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This  series  is  outstanding  in  the  field  of  indirect  upright  glass  shade 
lighting.  Appropriately  designed  in  good  taste  to  furnish  pleasing 
decoration  and  excellent  illumination. 

This  line  with  its  impressive  center  column  is  something  new  and  not 
to  be  found  in  a  fixture  anywhere  at  the  price.  The  scalloped  cup 
adds  much  to  "Quick  Saleability"  of  these  numbers. 

No.  5105D — Five  light  drop — Length  36" — Spread  20" — Standard 
Quantity — Six — Wired  with  triple  action  switch. 

No.  5105SF — Five  light  semi-flush — Length  36" — Spread  20" — Stand¬ 
ard  Quantity — Six — Wired  keyless. 

No.  5103D — Three  light  drop — Length  36" — Spread  15  V2" — Standard 
Quantity— Six — Wired  keyless. 

No.  5107 — Qne  light  bracket — Backplate  SVb"  x  5V^" — Extends  7" — 
Standard  Quantity — Twelve- — Wired  with  Bottom  turn  knob 
switch. 

No.  51 — Glass  beamlight — Length  8'' — Spread  5%"— Standard  Quan¬ 
tity — Twelve — Wired  keyless. 

Glassware;  Opal  Iridescent. 
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No.  5104D — Four  light  drop — Length  36" — Spread  YlVz" — Standard 
Quantity — Six — -Wired  keyless.  If  desired  with  triple  action  switch 
specify  5104D  switch. 

No.  5104SF — Four  light  semi-flush — Length  12" — Spread  YlV^' — Stan¬ 
dard  Quantity — Six — Wired  keyless. 

No.  5103SF — Three  light  semi-flush — Length  12"— Spread  15  — 

Standard  Quantity — Six — Wired  keyless. 

No.  5101D — Qne  light  drop  hall  lantern — Length  36" — Spread  8" — 
Standard  Quantity — -Twelve — Wired  keyless. 

No.  5101SF — One  light  semi-flush  hall  lantern — Length  12" — Spread 
8" — Standard  Quantity — Twelve — Wired  keyless. 

Finishes:  All  Chromium,  Chromium  and  English  Brass,  or  All  English 
Brass. 
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No.  62  -Length  62" — 2  lif^hts — Sjjreail  9" — Finish:  Kf>gsliell  and  Gold, 
Bronze — For  the  hall  and  low  ceilings — Standard  Quantity- — Six. 

No.  64 — Length  10" — Spread  8" — Finished  in  Eggshell  and  Gold — For  the 
hreakl'ast  nook — Standard  Quantity — Twenty  Four. 

No.  68 — Length  5" — Spread  9" — Two  lights — Made  in  6"  size  specify 
No.^  66--Made  in  10"  size — Si)ccify  No.  110.  Finished  in  Chrome 
— For  halls  and  low  ceilings — Standard  Quantity — Twenty  Four. 

No.  1 02---l)e])th  21^" — Sjiread  8" — Finish:  White,  Bronze,  Pewter  with 
Gold  Stars  lor  the  small  Bedroom — Standaril  Quantity — 21. 

No.  lo;}. — Depth  — Sj)read  10" — Finished  in  White,  Bronze,  Pewter 
with  Gold  Stars — For  the  small  Bedroom — Stamlard  Quantity — 24. 

No.  10.)  Depth  — .Spread  14" — F'inish;  White,  Bronze,  Pewter  with 

G<dd  Stars-  I'or  living  room  and  large  Bedroom — Standard  Quantity 

No.  107-  -Backj)Iate_  5^5  x  iiyi — Extends  5" — Finished  in  White,  Bronze. 
Pewter  with  Gold  Stars  —  For  the  Bedroom  and  living  room  — 
Standard  Quantity — Twenty  F'our. 

No.  200  -  Lumiline  Bracket  Backplate  13J^  x  3".  Finished  in  Chrome. 
Provides  a  decorative  purpose  over  pictures,  halls,  bathroom  and 
gives  a  soft  diffused  light^Standard  Quantitv— 12 — Made  with 
convenient  outlet  specify  200P — Standard  Quantitv — 12. 


No.  701 — Back])late  9"  x  4".  Extends  5".  F'inish — for  living  room: 
Bronze,  Silver  and  Black  or  Eggshell — White  or  Champagne  Glass. 
F'or  Hall:  Silver  and  Black — White  or  Champagne  Glass.  Glass  held 
down  with  removahlc  screw — Specif>-  No.  701S — Standard  Quantity  6. 

No.  702 — Depth  5" — Sjiread  14" — Two  lights — F'inish:  Bronze — Eggshell 
or  Silver  and  Black — white  or  Chani|)agne  Glass — Use  in  hall  or 
living  room — Standard  Quantitv — 6 

No.  703 — Depth  5" — Spread  17" — I'hree  lights — Finished  Bronze — Egg¬ 
shell  or  Silver  and  Black — Glass  White  or  Champagne — Use  in  hall 
or  living  room — Standard  Quantity — Six. 

No.  li)36P — Backplate  lOi^"  x  4" — Dejith  2" — Finished  in  Ivory,  Bronze, 
I’ewter — Witli  convenient  outlet — Use  in  Bathroom  or  wherever  a 
|)lug-in  is  recjuireil.  F'or  Bracket  without  convenient  outlet,  specify 
1936 — Standard  Quantity — Twenty  F'our. 

No.  1937 — Backplate  7"  x  314" — Uei)th  114"  witli  convenient  outlet — 
Finished  in  Chrome — F'inisheil  in  White  si)ecify  1937  White — see 
list — For  use  iu  Bathroom — Coinjilete  Unit — Standard  Quantity — 
Twelve — Bracket  sold  separately  Bare  with  convenient  outlet— In 
Chrome — s|)eclfy  1937B — Chrome  or  1937B  White — Standard  Quan¬ 
tity — Twenty-five. 

No.  1938 — Length  9" — Width  1154" — Holder  in  Chrome — For  the  kitchen 
Without  glass  I.ouvre  specify — 1938  WO — Complete  Unit — Standard 
Quantity — Twelve — Holder  sold  separately  with  knockout  for  pull 
chain  socket — Bare  in  Chrome — Specify  1938B  Chrome — or  1938B 
— White— -Standard  Quantity-— Twenty-five. 
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51 — Length  8" — Spread  5%" — Finished  in  Chrome,  Eggshell  and 
Gold — Glass:  Ivory — Standard  Quantity — 12. 

53 — Length  7" — Diameter  10%” — White  holder — Glass  Pearl  White 
— Standard  Quantity — 24. 

69 — Length  8" — Spread  5%" — Finished  in  Chrome,  Eggshell 
and  Gold — Glass:  Ivory — Standard  Quantity — 12. 

80 —  Length  10" — Spread  11"— Finished  in  Ivory — Glass  in  Crystal, 
Rose  or  Honey — Standard  Quantity  24. 

81 —  Length  9" — Spread  7%" — Holder  in  Ivory — Glass  in  Ivory — 
Standard  Quantity — 12. 

82 —  Depth  5" — Spread  9" — Two  lights — Holder  in  Chrome — Glass 
in  Ivory — Standard  Quantity — 12. 

83 —  Length  9%" — Spread  10% " — Holder  in  Ivory — Glass  in  Blue, 
Amber,  Ivory  or  Crystal  etched.  All  glass  with  clear  top  and 
center  which  gives  it  a  very  engaging  appearance. 


No.  84 — Length  53^" — Width  12" — Two  lights — Holder  in  Chrome — 
Glass  as  No.  83 — Standard  Quantity — 12. 

No.  467 — Length  8" — Width  10%" — Holder  finished  in  Ivory — Glass 
Ivory  or  Sun  Tan.  Standard  Quantity— 12. 

No.  481 — Length  9" — Spread  — Finished  in  Ivory — Glass  Ivory  or 

Beige  Sun  Tan — Standard  Quantity — 12. 

No.  681 — Length  8%" — Spread  8%" — Finished  in  Ivory — Glass  Pearl 
White — Standard  Quantity — 24. 

No.  691 — Length  8" — Spread  5%" — Finished  Chrome  or  Eggshell  and 
Gold — Glass:  Ivory — Standard  Quantity — 24. 

No.  5200 — Length  8" — Spread  5%" — Finished  in  Chrome  or  Eggshell 
and  Gold — Glass:  Habana  Tan  with  Clear  Top — Standard  Quantity 
—12. 

All  of  these  numbers  ideally  suited  for  Sun  Parlor,  Alcove,  Bedroom, 

Den,  Playroom,  Sun  Porch,  Card  Room,  etc. 
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In  this  series  oi  glass  bowl  fixtures  we  offer  a  large  and  varied  selection  of  different  designed  glass  bowls  with  various 
decorations  and  treatments.  Marvelously  suited  for  unusually  high  ceilings,  and  instances  where  the  prospective  consumer 
desires  to  refixturize  at  a  minimum  of  cost.  A  complete  hanging  fixture  at  a  cost  that  has  never  been  approached  together 
with  beauty,  style,  up-to-date  lighting  and  simplicity.  This  series  truly  exemplifies  "better  light  for  better  sight." 

For  use  in  bedroom,  dinette,  kitchenette,  foyer,  dining  room,  cdcove,  playroom,  sun  parlor,  etc. 
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If  metal  parts  in  this  line  are  desired  in  chrome  specify 

"chrome"  after  each  number  ordered — see  list. 

No.  53D — Length  36" — Width  10  %" — Finished  in  Eggshell 
and  Gold. 

Glass;  Pearl  White — Standard  Quantity — Twelve. 

No.  SOD — Length  36"- — Width  11" — Finished  in  Eggshell 
and  Gold. 

Glass:  Crystal,  Rose  or  Honey- — Standard  Quantity — Twelve. 

No.  8 ID — Length  36" — Width  7V2" — Finished  in  Eggshell 
and  Gold. 

Glass:  Ivory — Standard  Quantity — Twelve. 

No.  83D—-Length  36" — Width  IOV2" — Finished  in  Eggshell 
and  Gold- 


Glass:  Blue,  Amber,  Ivory,  Crystal  Etched.  All  glass  with 

clear  top  and  center  which  gives  this  glass  "Instant  Sale- 

ability" — Standard  Quantity —  Twelve. 

No.  467D — Length  36" — Width  lOVs" — Finished  in  Egg¬ 
shell  and  Gold. 

Glass:  Ivory  or  Beige  Suntan — Standard  Quantity — Twelve. 

No.  48 ID — Length  36" — Width  9%" — Finished  in  Eggshell 
and  Gold. 

Glass:  Ivory  or  Beige  Suntan — Standard  Quantity — Twelve. 

No.  681D — Length  36" — Width  8%" — Finished  in  Eggshell 
and  Gold. 

Glass:  Pearl  White — Standard  Quantity — Twelve. 
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Constructed  in  a  circular  form  which  has  proven  very 
effective  for  efficient  lighting  of  a  room.  The  beautiful 
toning  of  the  glass  will  radiate  cheer  to  every  nook  and 
corner.  •  Finished  in  Chrome  and  Bronze,  Eggshell  and 
Chrome,  Eggshell  and  Gold.  Glassware  in  Cream  Colored 
Glass  with  Brown  toning.  •  4605D  Furnished  with  turn 

knob  switch  controlling  two,  three  or  five  lights.  •  In 
this  day  of  stringent  economy,  the  public  has  become 
"fixture  wise."  This  series  therefore  is  in  keeping  with  the 
educated  demands  of  the  farmer,  suburban  dweller  and  the 
city  resident. 


No.  4607 — 1  light — Extends  AV2"  Back  Plate  S"  x  4" — 
Standard  Quantity — Twelve — Wired  pin  switch. 

No.  4605D — 5  lights — Length  36" — Spread  19" — Standard 
Quantity — Five. 

No.  4605SF — 5  lights — Length  20" — Spread  19" — Standard 
Quantity — Five — Wired  keyless. 


The  Tudor  Series  is  finished  in  Eggshell  and  Gold  or  Chrome  and  Bronze.  Center  Brass  spinning  finished  either  in  lustrous 
chrome  or  highly  polished  brass  to  match  finish,  e  The  scalloped  glass  shades  gives  beauty  and  charm  to  this 
Series.  Harmony  in  design  is  accentuated  by  the  adaptation  of  this  glass  pocket,  e  Glassware  in  "Ivo-Glo." 


No.  6205D — Five  light  drop — Length  36" — Spread  19" — 
Standard  Quantity  Twelve — Wired  with  triple  action 
switch. 

No.  6205SF — Five  light  Semi-Flush — Length  12" — Spread 
19" — Standard  Quantity — Twelve — Wired  keyless. 


No.  6207 — One  light  bracket  —  Extends  7"  —  Black  Plate  I 
6"  X  6" — Standard  Quantity — Twelve-Wired  with  Pin  | 
Switch.  ■ 

No.  620 ID — Qne  light  hall  lantern — Length  36" — Spread  ^ 

5%" — Standard  Quantity — Six-Wired  keyless.  i 


No.  6203D — Three  light  drop — Length  36" — Spread  163^" 
— Standard  Quantity — Six-Wired  keyless. 

No.  6203SF — Three  light  Semi-Flush — Length  12" — Spread 
163/2” — Standard  Quantity — Six-Wired  keyless. 


No.  620 ID- A — Qne  light  drop  hall  lantern — Length  36" — 
Spread  9" — Standard  Quantity^ — ^^welve-Wired  keyless. 

No.  69 — Glass  beamlight — Length  8" — Spread  bVi" — Stan¬ 
dard  Quantity — Twelve-Wired  keyless. 
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With  the  amazing  advance  in  lighting  science,  modern  craftsmen  have  evolved  new  lighting  glassware  conceptions.  We, 
therefore,  offer  a  new  glass  pocket  that  is  really  amazing  for  its  sheer  beauty  in  design  and  mastery  in  lighting  benefits. 
Glassware  finished  in  fired  Habana  Tan  with  clear  wine  colored  top  •  Graceful  glassware  to  provide  glowing,  shaded 
light  now  being  demanded  for  better  seeing,  provides  the  dominating  note  of  beauty  in  these  fixtures  •  The  Habana 
Tan  shade  provides  diffusing  mellow  colorful  light.  These  fixtures  are  especially  desirable  for  modernizing  and  refixtur- 
ing.  The  three  popular  finishes  harmonize  with  every  decorative  plan. 


No.  6605D — Five  light  drop — Length  36" — Spread  20" — 
Standard  Quantity — Five — Wired  triple  action  switch. 
No.  6605SF — Five  light  semi-flush — Length  12" — Spread  20" 
Standard  Quantity — Five — Wired  keyless. 

No.  6603D — Three  light  drop — Length  36" — Spread  16" — 
Standard  Quantity — Five — Wired  Keyless. 

No.  6603SF — Three  light  semi-flush — Length  12” — Spread 
16" — Standard  Quantity — Five — Wired  keyless. 


No.  660 ID — Qne  light  drop  hall  lantern — Length  36" — 
Spread  9" — Standard  Quantity — Six — Wired  keyless. 

No.  6607 — Qne  light  bracket — Backplate  6"  x  6"  Extends 
7" — Standard  Quantity — Twelve — Wired  turn  knob 
bottom  switch. 

Finishes:  Chromium  and  Bronze — Eggshell  and  Gold — Egg¬ 
shell  and  Chromium. 
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This  series  is  exceptionally  low  in  price.  This  line  is  widely 
adaptable  tor  use  where  present  day  standards  oi  modern 
lighting  are  desired. 


Glassware  furnished  either  in  champagne  honey  color, 
duo  tone  cream  colored  glass,  or  crystal  hilited  glass.  The 
duo-tone  glass  consists  oi  a  special  decoration  of  a  tan 
stripe  applied  in  the  design.  In  ordering  with  this  glassware 
add  "DT"  after  number  of  Uxture — See  list. 

Seven  light  drop  with  bottom  bowl  furnished  with  triple 
action  switch  controlling  center  two  lights,  five  or  seven 
lights. 


No.  3803SF — Three  light  semi-flush  —  Length  12"  —  Spread 
17" — Standard  Quantity — Six — Wired  keyless. 

No.  3805D — Five  light  drop — Length  36" — Spread  19"  — 
Standard  Quantity — Six — Wired  keyless  —  If  desired 
with  triple  action  switch  specify  3805D  switch — See 
List 

No.  3905D — 5  x  2  lights  drop — Length  36" — Spread  22" — 
Standard  Quantity — Six — Wired  triple  action  switch 
controlling  bottom  two  lights,  five  lights  and  seven 
lights. 


No.  3905SF— 5  x  2  lights  semi-flush — Length  18" — Spread 
22" — Standard  Quantity — Three — Wired  keyless.  If 
triple  action  switch  is  desired  in  order  to  illuminate 
the  bottom  bowl,  specify  3905SF  switch. 

No.  3907 — Qne  light  bracket — extends  5" — Back  plate  9" 
X  4" — Standard  Quantity — Twelve — Wired  with  Pin 
Switch. 
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The  Leader  Series  features  a  creation  of  unusual  beauty. 
This  series  consisting  of  a  mass  of  glowing  colorful  light 
diffused  through  gracefully  designed  glass  shades.  The 
metal  parts  being  in  complete  harmony  and  synchronization. 
Finished  in  Bronze,  Pewter  or  Toned  Eggshell. 


No.  3802SF — Two  light  semi-flush  —  Length  12” — Spread 
13“ — Standard  Quantity — Six — Wired  keyless. 

No.  3802D — Two  light  Drop — Length  36" — Spread  13" — 
Standard  Quantity — Six — Wired  keyless. 
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No.  3803D — Three  light  Drop — Length  36" — Spread  17" — 
Standard  Quantity — Six — Wired  keyless. 

No.  3805SF — Five  light  Semi-flush — Length  12" — Spread  19" 
— Standard  Quantity — Six — Wired  keyless. 
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The  lanterns  illustrated  on  these  pages  ore  all  hand  made 
ol  the  finest,  long  wearing,  weather  resisting  metals.  Made 
of  solid  copper  they  are  wind  resisting,  weatherproof  and 
will  give  a  lifetime  of  satisfactory  performance. 

These  lanterns  are  smart  in  their  simplicity.  They  adequate¬ 
ly  light  a  big  area,  are  imposing  and  important  looking. 
Wherever  these  lanterns  are  used,  they  become  port  of  the 
house  as  they  ore  styled  so  as  to  fit  and  blend  into  any 
type  of  surrounding. 


No,  482 — Size  x  7" — Glass — Crystal  etched — Finish: 

Antique  Copper  or  Satin  Black — Standard  Quantity — 
Twelve. 

No.  483 — Size  9"  x  6V2'' — Glass — Crystal  etched — Finish: 
Antique  Copper  or  Satin  Black — Standard  Quantity — 
Twelve. 

No.  484 — Size  6"  x  7" — Glass — Amber  Crackled.  Finish: 
Antique  Copper  or  Satin  Black — Standard  Quantity — 
Twenty  Four. 


No.  485 — Size  8"  x  IV2" — Glass:  Marine  Cylinder — Finish: 
Antique  Copper  or  Satin  Black — Standard  Quantity 
— Twelve. 

No.  486 — Size  Q'/z"  x  8%"  Glass:  Crystal  Etched — Finish: 
Antique  Copper  or  Satin  Black — Standard  Quantity — 
Three. 

No.  487 — Size  8V4"  x  6" — Glass:  Crystal  etched — Finish: 
Antique  Copper  or  Satin  Black — Standard  Quantity — 
Twelve. 

No.  488 — Size  11''  x  8"- — Glass:  Crystal  etched — Finish — 
Antique  Copper  or  Satin  Black — Standard  Quantity — 
Three. 
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Numbers  479,  469  and  468  are  in  the  true  sense  of  the  word, 
majestically  styled,  "Fit  for  a  King,"  Made  of  solid  copper 
throughout.  Hand  made  and  hand  forged.  Constructed  to 
last  a  lifetime  and  will  resist  rain,  sleet  or  snow.  Panels 
held  in  place  by  clips  and  easily  replaced.  What  is  more, 
they  ore  so  reasonably  priced  and  so  cleverly  designed 
that  they  will  make  the  humblest  of  homes  look  like  a 
castle. 
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No  468 — Coach  Type  Lantern — Length  IOV2" — 
Width  5" — Glass — Etched — Finish:  Antique 
Copper  or  Satin  Black — Metal:  Copper — 
Standard  Quantity — Six. 

No.  479 — Length  10" — Width  7" — Glass — Etched 
— Finish — Antique  Copper  or  Satin  Black — 
Metal — Copper — Standard  Quantity — Six. 

No.  469 — Length  7" — Width  6" — Glass — Etched 
— Finish:  Antique  Copper  or  Satin  Black — 
Metal — Copper — Standard  Quantity — Six. 
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494  495 

No.  494 — Length  6" — Width  A" — Glass — Amber 
crackled — Finish — Antique  Copper  or  Satin 
Black — Metal  Steel — Standard  Quantity — 

Twenty-four. 

No.  495 — Length  7" — Width  A" — Glass — Clear 

Fresnal — Finish:  Antique  Copper  or  Satin 
Black — Metal  Steel — Standard  Quantity — 

Twenty-four. 

No.  496— Length  5  Vi  "—Width  31/2"— Depth  BTi" 
— Exit  Light  —  Glass  red  lettered  —  Finish — 
Sprayed  Gold — Metal  Steel — -Standard  Quan¬ 
tity — Twelve.  (Will  take  a  10  or  15  watt  bulb). 

The  plug  part  on  ^496  that  screws  into  the  re¬ 
ceptacle  has  a  spring  center  contact  so  that  the 
exit  light  can  always  be  hung  to  face  in  any 


496  497 

direction  and  still  make  contact.  The  front  glass 
slides  in  from  the  top  and  ccm  be  easily  replaced 
in  case  of  breakage. 

Nos.  494,  495,  496  con  be  instantly  screwed  into 
any  ceiling  or  side  wall  outlet.  Absolutely  no 
wiring  necessary.  An  excellent  time  and  money 
saver. 

No.  497 — Length  8"— Width  4" — Height  5 'A" — 

For  over  letter-boxes,  mirrors,  showcases, 
etc. — Glass — E  tched  pane  1 — Finished  in 
Chrome,  specify  497C,  in  Gold,  specify  497G, 

Bright  Brass,  specify  497B.B.  In  chrome  and 
Bright  Brass.  Metal — Brass,  in  Sprayed  finish 
metal — Galvanized  iron — Standard  Quantity 
— Twelve — Wired — Pin  Switch. 
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475  471 

OUTDOOR  CEILING  FIXTURES 


OUTDOOR 
WALL  BRACKETS 

No.  473 — Size  4"  x  8" — Glass — Amber  or 
C  R  O — Finish — Antique  Copper  or 
Satin  Black — Standard  Quantity — 

Twelve. 

No.  476 — Size  6%  x  7%''- — Glass — Amber 
or  C  R  O — Finish — Antique  Copper  or 
Satin  Black — Standard  Quantity — 

Twelve. 

No.  475 — Size  6"  x  8'"4" — Glass  Amber  or 
C  R  O — Finish — Antique  Copper  or 
Satin  Black — Standard  Quantity — 

Twelve. 

No.  471 — Size  7"  x  8^/2" — Glass  Amber  or 
C  R  O — Finish — Antique  Copper  or 
Satin  Black — Standard  Quantity — 

Twelve. 


I 


471C 


475C 


473C 


476C 


No.  471  Ceiling — Size  7"  x  9^/^" — Glass  Amber 
or  C  R  O — Finish — Antique  Copper  or  Satin 
Black — Standard  Quantity — Six. 

No.  475  Ceiling — Size  6"  x  9" — Glass — Amber 
or  C  R  O — Finish — Antique  Copper  or  Satin 
Black — Standard  Quantity — Six. 


No.  473  Ceiling — Size  4"  x  9^/4" — Glass — Amber 
or  C  R  O — Finish — Antique  Copper  or  Satin 
Black — Standard  Quantity — Six. 

No.  476  Ceiling — Size  6%  x  9"— Glass — Amber 
or  C  R  O — Finish — Antique  Copper  or  Satin 
Black — Standard  Quantity — Six. 
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OUTDOOR 

WALL  BRACKETS 

No.  470 — Size  6%"  x  7" — Glass  C  R  O  or 
Clear  Cylinder — Finish — Antique  Cop¬ 
per  or  Satin  Black — Standard  Quan¬ 
tity — Twelve. 

No.  478— Size  6%"  x  7"— Glass— C  R  O 
or  clear  cylinder — Finish — Antique 
Copper  or  Satin  Black — Standard  Quan¬ 
tity — Twelve. 

No.  474 — Size  6 Vs”  x  !"■ — Glass — Clear 
Marine  cylinder — Finish — Antique  Cop¬ 
per  or  Satin  Black — Standard  Quan¬ 
tity — Twelve. 

No.  472 — 6V2"  X  7" — Glass — Clear  Marine 
cylinder — Finish — Antique  Copper  or 
Satin  Black — Standard  Quantity — 

Twelve. 


470 


478 


474 


472 


OUTDOOR  CEILING  FIXTURES 


472C  474C 

No.  472  Ceiling — Size  6^/4"  x  9"-— Glass — 
Clear  Marine  Cylinder — Finish — 
Antique  Copper  or  Satin  Black — Stan¬ 
dard  Quantity — Six. 

No.  474  Ceiling — Size  6%"  x  9" — Glass — 
Clear  Marine  Cylinder — Finish — 
Antique  Copper  or  Satin  Black — Stan¬ 
dard  Quantity — Six. 


470C 

No.  470  Ceiling — Size  6%"  x  9" — Glass 
C  R  O  or  Clear  Cylinder  —  Finish 
Antique  Copper  or  Satin  Black — Stan¬ 
dard  Quantity — Six. 

No.  478  Ceiling — Size  6%"  x  9" — Glass — 
C  R  O  or  Clear  Cylinder — Finish 
Antique  Copper  or  Satin  Black — Stan¬ 
dard  Quantity — Six. 


478C 
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No.  474D — Length  24" — Width — 6V2'' — ■ 
Glass — Clear  marine  cylinder — 
Finish — Antique  copper  or  Satin 
Black — Standard  Quantity — Six. 

No.  472D— Length  24"— Width— 6 1/2" — 
Glass — Clear  marine  cylinder — 
Finish — Antique  copper  or  Satin 
Black — Standard  Quantity — Six. 

No.  470D — Length  24" — Width  6%" — 
Glass  C  R  Q  or  Clear  Cylinder — 
Finish  Antique  Copper  or  Satin 
Black — Standard  Quantity — Six. 

No.  478D — Length  24" — Width  6%"- — 
Glass  C  R  Q  or  Clear  Cylinder — 
Standard  Quantity — Six. 


474D 


472D 


470D 


478D 


We  now  bring  to  the  consumer  for  the  first  time  an  opportunity  to  match  a  hanging  hall  lantern 
with  wall  brackets  and  ceiling  pieces  which  adorn  the  entrance  of  the  home.  In  addition  to  this, 
these  Icmterns  are  absolutely  weatherproof,  rustproof  and  sunproof  made  from  heavy  gauge  copper 
throughout.  This  line  therefore  can  be  utilized  as  porch  hanging  lanterns. 


I 


No.  475D — Length  24" — ^Width  6" — 

Glass — Amber  or  C  R  Q — Finish — 
Antique  Copper  or  Satin  Black — 
Standard  Quantity — Twelve. 

No.  47  ID— Length  24"— Width  7"— 

Glass — Amber  or  C  R  Q — Finish — 
Antique  Copper  or  Satin  Black — 
Standard  Quantity — Six. 

No.  473D— Length  24"— Width  4"— 

Glass — Amber  or  C  R  O — Finish — 
Antique  Copper  or  Satin  Black — 
Standard  Quantity — Six. 

No.  476D— Length  24"— Width  63/4"— 
Glass — Amber  or  C  R  Q — Finish — 
Antique  Copper  or  Satin  Black — 
Standard  Quantity — Six. 
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LANTERNS  FOR  THE  FOYER 

Foyers  and  halls  ore  generally  the  dreariest  parts  of  the  home.  With  this 
set  of  smart  lanterns,  an  air  of  cordiality  and  the  feeling  of  welcome  is 
certain  to  be  extended  to  the  visitor. 

These  lanterns  are  modern  in  every  respect  and  will  blend  with  the 
furnishings  regardless  of  style  and  period. 

Lanterns  No.  150  and  No.  100  are  excellent  buys  because  of  the  ease  with 
which  glass  panels  are  replaced.  Four  separate  panels  slide  into  the  cage 
of  the  lantern.  A  bottom  panel  is  furnished  with  both  of  these  types. 

No.  480  is  a  beautiful  type  of  colonial  lantern  with  a  resplendent  polished 
brass  finish  and  beautiful  cut  glass  grape  design  cylinder.  No.  485  has 
a  hand  beaten  crimped  roof,  authentic  in  style  and  something  entirely  dif¬ 
ferent.  Glass  cylinder  slides  into  lantern  and  is  fastened  with  clips  on 
bottom. 


No.  150 — Length  36"— Cage  6"  x  10" — Glass:  Amber  crackled  or  crystal 

crackled — Finish;  Bronze  or  Silver  and  Black.  Metal:  Cast  white  metal — 
Standard  Quantity — ^Twelve. 

No.  175 — Length  36" — Width  6" — Glass:  Amber  cylinder,  Finish:  Bronze  or  Satin 
Black;  Metal:  Steel — Standard  Quantity — Six. 

No.  100 — Length  36" — Cage  6"  x  10" — Glass:  Amber  crackled  or  crystal 

crackled — Finish;  Bronze  or  Silver  and  Black.  Metal:  Cast  white  metal — 
Standard  Quantity — Twelve. 

No.  480 — Length  36" — Width  SVz' — Glass:  Cut  glass  grape  design  colonial 
cylinder.  Finish:  Colonial  brass — Metal:  Heavy  gauge  brass — Standard 
Quantity — Six. 
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This  is  an  exceptionally  excellent  line  in  design  and  construction  and  sure  to  serve  the  purpose  oi  the  consumer  desiring 
value  yet  at  a  reasonable  cost.  •  Ideally  suited  ior  refix  turing  purposes,  and  are  flatteringly  decorative  in  any  interior. 
The  pleasing  pastel  colors  harmonize  beautifully. 


No.  6005C — Five  light  candle — Length  36" — Spread  17 Vz" 
— Standard  Quantity — Twelve — Wired  keyless — -If  de¬ 
sired  with  pin  switch  in  center  specify  6005C/1 — See 
list — If  desired  with  three  way  switch,  specify  6005C/3 
— See  list. 

No.  6003C — Three  light  candle — Length  36" — Spread  15" — 
Standard  Quantity — Six — Wired  keyless — If  desired 
with  pin  switch,  specify  6003C/1 — See  list. 

No.  6001D — Qne  light  drop  hall  lantern  —  Length  36"  — 
Spread  9" — Standard  Quantity — Twelve — Wired  keyless 


No.  6006 — Two  light  bracket — Depth  114" — Back  Plate  10" 
X  4"  —  Standard  Quantity  —  Twenty-four  —  Wired  with 
Pin  switch. 

No.  6007 — Qne  light  bracket — Depth  iVz" — Back  Plate  10" 
X  4" — Standard  Quantity — Twenty-four.  Wired  with  pin 
switch.  For  one  light  bracket  with  convenient  outlet, 
specify  6007P.  Wired  with  convenient  outlet  and 
turn  knob  socket. 

Finished  in:  Bronze,  Gold  and  Polychrome,  Pewter,  Ivory 
and  Polychrome. 
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This  series  massive  in  lighting  eifect  yet  gracefully  proportioned  with  authentic  craftsmanship  in  every  element  of  design 
and  construction,  e  Ideally  suited  for  all  refixturing  purposes  where  price  in  addition  to  beauty  in  design  and  construc¬ 
tion  must  be  considered. 


No.  6005D — Five  light  drop — Length  36" — Spread  \iy%' — 
Standard  Quantity — Twelve — Wired  keyless — If  desired 
with  pin  switch,  in  center,  specify  6005D/1 — See  list. 
If  desired  with  three  way  switch  specify  6005D/3 — See 
list. 

No.  6005SF — Five  light  semi-flush  —  Length  12"  —  Spread 
— Standard  Quantity — Twelve — Wired  keyless. 
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No.  6003D — Three  light  drop — Length  36" — Spread  15"  — 
Standard  Quantity — Twelve — Wired  keyless — If  desired 
with  pin  switch  in  center  specify  6003D/1 — See  list. 

No.  6003SF — Three  light  semi-flush  —  Length  12"  —  Spread 
15" — Standard  Quantity — Twelve — Wired  keyless. 

No.  6001 — Beam  light  —  Depth  5" — Spread  8"  —  Standard 
Quantity — Twenty-four — Wired  keyless. 
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The  Helene  Series  is  exquisite  in  detail  and 
simplicity.  Modernized  for  present  day  needs. 
Thoroughly  in  keeping  with  the  advanced 
idea  of  decorative  lighting.  •  Castings  fin¬ 
ished  in  Gold  with  stamping  either  in  Bronze, 
Eggshell  or  English  Brass.  •  Finished  in 
Eggshell  and  Gold,  Bronze  and  Gold  and 
English  Brass  and  Gold.  •  The  Helene 
Series  is  the  result  of  a  serious  attempt  on  the 
part  of  our  designers  to  get  away  from  the 
ordinary  run  of  flush  lighting.  •  This  line 
has  been  the  result  of  their  attempts,  some¬ 
thing  new,  something  different,  something 
fine.  •  A  series  that  will  create  an  air  of 
"coziness"  in  the  rooms  that  it  so  beautifully 
decorates  and  so  splendidly  illuminates. 


No.  1601 — 1  light  fixture — Depth  3”  - 
Spread  6"  —  Standard  Quantity  ■ — 
Twelve. 

No.  1602 — 2  light  flush  fixture — Depth 
3" — Spread  8" — Standard  Quantity 
— Six. 

No.  1603 — 3  light  flush  fixture — Depth 
3" — Spread  12" — Standard  Quantity 
• — Six. 


No.  1605—5  light  flush  fixture — Depth 
4" — Spread  17" — Standard  Quantity 
— Six. 
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The  Aristocrat  Series  are  suitable  ior  sun  parlor,  alcove,  bed  room  or  den.  Quaintly  designed,  fashionable  in  every  detail. 
This  series  will  blend  with  the  furnishings  of  any  home,  regardless  of  the  period  and  type  used. 

Finishes:  Eggshell,  Antique  Ivory,  Bronze  or  Pewter. 


No.  1701 — 1  light  flush — Depth  6" — Spread  9" — Standard 
Quantity — T  wenty-four. 

No.  1702 — 2  light  flush — Depth  3V2" — Spread  14" — Stand¬ 
ard  Quantity — Eighteen. 

No.  1703 — 3  light  flush — Depth  GVs” — Spread  16" — Stand¬ 
ard  Quantity — Eighteen. 

No.  1705 — 5  light  flush — Depth  4" — Spread  18" — Standard 
Quantity — Twelve. 


No.  1706 — 2  light  bracket — Depth  2" — Back  Plate  10^^"  x 
4  V2 ' ' — Standard  Quantity — Eighteen. 

No.  1707 — 1  light  bracket — Depth  2" — Back  Plate  lOV^”  x 
4  ^2  " — Standard  Quantity — Eighteen. 

No.  1707P — 1  light  bracket — Depth  2" — Back  Plate  10^/^"  x 
AV2" — Convenient  outlet — Standard  Quantity — Eighteen. 
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A  truly  enhancing  and  delicate  line  for  the  bedrooms, 
alcoves  and  dinettes  and  for  many  other  purposes  where 
ceiling  fixtures  or  brackets  ore  needed.  •  A  rare  line  of 
true  beauty  which  gives  the  appearance  of  being  created 
especially  lor  whichever  room  it  is  placed.  •  The  re¬ 
cessed  collar  on  this  series  gives  the  appearance  of  a 
semi-flush  fixture,  although  it  is  truly  a  FLUSH  PIECE. 
•  Finished  in  Eggshell  and  Gold,  Two  Tone  Bronze  or 
Pewter. 


No.  1501 — 1  light  flush — Depth  6" — Spread  9" — Standard 
Quantity — Eighteen. 

No.  1502F — 2  light  flush — Depth  SVz" — Spread  13" — Stand¬ 
ard  Quantity — ^Twelve. 

NO.1503F — 3  light  flush  —  Depth  SVo"  —  Spread  15"  — 
Standard  Quantity — Twelve. 

No.  1505 — 5  light  flush — Depth  4" — Spread  17" — Standard 
Quantity — Six. 

No.  1506 — 2  light  Bracket — Depth  IV2" — Back  Plate  10%" 
X  41/2" — Standard  Quantity — Twelve. 

No.  1507 — 1  light  Bracket — Depth  — Back  Plate  lOV^" 

X  4V2" — Standard  Quantity — Twelve. 
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Modern  in  design,  abounding  with  value.  Excellently  and 
scientiiically  finished  to  comprise  a  product  which  is  truly 
a  real  "buy."  •  Semi-flushes  and  drops  that  can  be 
easily  utilized  for  every  need.  •  All  drops  furnished  with 
pin  switches.  •  Exceptionally  striking  and  appealing  is 
the  Eggshell  and  Gold  finish  especially  processed.  The 

brilliance  of  this  finish  will  lend  an  air  of  refinement  and  No.  1502D — 2  light  drop — Length  36" — Spread  13  — Stand- 

cheeriness  wherever  the  line  is  utilized.  ctrd  Quantity — Six. 

No.  1502SF — 2  light  semi-flush — Length  12" — Spread  13" — 
Standard  Quantity — Six. 

No.  1503D — 3  light  drop — Length  36" — Spread  15" — Stand¬ 
ard  Quantity — Six. 

No.  1503SF — 3  light  semi-flush — Length  12" — Spread  15" — 
Standard  Quantity — Six. 
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No.  1505D — 5  light  drop — Length  36" — Spread  17" — Stand¬ 
ard  Quantity — Six. 

No.  1505SF — 5  light  semi-flush — Length  12" — Spread  17"— 
Standard  Quantity — Six. 
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Revelation  in  value  blended  with  a  true  colonial  design. 
Truly  a  rare  feature  to  be  found  in  this  type  of  line.  A 
series  which  has  been  highly  approved  by  our  distributors 
of  being  with  unsurpassed  value.  •  This  popular  design 
has  proven  to  be  one  of  our  best  sellers  and  will  serve 
innumerable  purposes  in  most  interiors.  •  This  series  is 
highly  indicative  of  its  title  ideally  suited  for  refixturing 
purposes.  Also  for  government  projects,  rural  electrifica¬ 
tion,  etc.  •  Finished  in  Bronze,  Antique  Ivory.  Ivory  and 
Polychrome,  Pewter  or  Silver  and  Black. 


No.  1101 — 1  light  flush — Depth  6” — Spread  9" — Standard 
Quantity — Twenty-Four. 

No.  1102 — 2  light  flush — Depth  3 Vs” — Spread  14" — Stand¬ 
ard  Quantity — Eighteen. 

No.  1103 — 3  light  flush — Depth  3V4" — Spread  16” — Stand¬ 
ard  Quantity — Eighteen. 

No.  1105 — 5  light  flush — Depth  A" — Spread  18” — Standard 
Quantity — Twelve. 

No.  1106 — 2  light  bracket — Depth  2” — Back  Plate  10  V^”  x 
4  " — Standard  Quantify — Eighteen. 

No.  1107 — 1  light  bracket- — Depth  2” — Back  Plate  IOV2"  x 
4  % ' ' — Standard  Quantity — Eighteen. 

No.  1107P — 1  light  bracket — Depth  2” — Back  Plate  lOV^”  x 
4%" — Convenient  outlet— Standard  Quantity — Eighteen 
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Adaptable  for  use  in  dinettes  with  our  highly  popular 
ivory  and  polychrome  finish.  Pastel  colors  skillfully  and 
artistically  applied.  Drops  for  the  dining  room  with  semi¬ 
flushes  for  the  living  room.  •  Highly  commendable  be¬ 
cause  of  their  sturdy  construction  and  simplicity  in  as¬ 
sembling.  •  The  column  on  the  11  OSD  is  exceedingly 
popular  and  tends  to  give  this  particular  number  a  grand 
effect.  •  All  drops  wired  with  pin  switches. 


No.  1102D — 2  light  drop — Length  36" — Spread  14" — Stand¬ 
ard  Quantity — Six. 

No.  1102SF — 2  light  semi-flush — Length  12" — Spread  14" — 
Standard  Quantity— Six. 


No.  1103D — 3  light  drop — Length  36" — Spread  16" — Stand¬ 
ard  Quantity — Six. 


No.  1103SF — -3  light  semi-flush — Length  12" — Spread  16" — 
Standard  Quantity — Six. 
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No.  1105D — 5  light  drop — Length  36" — Spread  18" — Stand¬ 
ard  Quantity — Six. 

No.  1105SF — 5  light  semi-flush — Length  12" — Spread  18" — 
Standard  Quantity — Six. 
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The  ever  popular  star,  on  the  background  of  brickwork 
gives  this  line  added  attractiveness  and  sure  appeal.  • 
This  series  features  the  recessed  collar  which  has  been 
termed  by  our  distributors  as  the  "Two  in  One  Series." 
Namely  the  recessed  collar  wherein  a  flush  piece  con  be 
used  as  a  semi-flush.  •  Finished  in  Two  Tone  Bronze, 
Pewter,  Antique  Ivory  or  Silver  and  Black. 


No.  1201 — 1  light  flush — Depth  6" — Spread  9" — Standard 
Quantity — Eighteen. 

No.  1202 — 2  light  flush — Depth  3%" — Spread  13" — Stand¬ 
ard  Quantity — Twelve. 

No.  1203 — 3  light  flush — Depth  3 Vs" — Spread  15" — Stand¬ 
ard  Quantity — Twelve. 

No.  1205 — 5  light  flush — Depth  4" — Spread  17"— Standard 
Quantity — T  welve . 

No.  1206 — 2  light  bracket — Depth  2" — Back  Plate  lOVs"  x 
4V^" — Standard  Quantity — Twelve. 


No.  1207 — 1  light  bracket — Depth  2" — Back  Plate  lOV^"  x 
4  Vs  " — Standard  Quantity — Twelve. 

No.  1207P — 1  light  bracket — Depth  2" — Back  Plate  10 Vs"  x 
4V4" — Convenient  Qutlet — Standard  Quantity — Twelve. 
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The  Star  Series  consisting  of  drops  and  semi-flushes 
abounds  with  dignity  and  subdued  design.  The  design  of 
the  loop  blends  with  the  design  of  the  plate  enhancing  the 
beauty  of  this  series.  •  All  drops  furnished  with  pin 
switches. 


No.  1202D — 2  light  drop — Length  36" — Spread  13" — Stand¬ 
ard  Quantity — Six. 

No.  1202SF — 2  light  semi-flush — Length  12" — Spread  13" — 
Standard  Quantity — Six. 

No.  1203D — 3  light  drop — Length  36" — Spread  15" — Stand¬ 
ard  Quantity — Six. 

No.  1203SF — 3  light  semi-flush — Length  12" — Spread  15" — 
Standard  Quantity — Six. 

No.  1205D — 5  light  drop — Length  36" — Spread  17" — Stand¬ 
ard  Quantity — Six. 

No.  1205SF — 5  light  semi-flush — Length  12" — Spread  17" — 
Standard  Quantity — Six. 
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The  Laiayette  Series  is  a  line  which  is  a  smartly  designed  in¬ 
expensive  type  of  lighting  unit.  Made  of  white  metal  in  a 
plated  finish  that  is  durable,  will  not  scratch  and  maintains 
its  luster  for  years.  Finished  in  Bronze,  Silver  and  Black.  All 
drops  wired  with  pin  switch. 


4002D 

2  light  drop 

Length  36" 

Spread  14" 

Standard  Quantity — six 

4002SF 

2  light  Semi-flush 

Length  12" 

Spread  14" 

Standard  Quantity — six 

4003D 

3  light  drop 

Length  36" 

Spread  16" 

Standard  Quantity — twelve 

4003SF 

3  light  Semi-flush 

Length  12" 

Spread  16" 

Standard  Quantity — six 

4005D 

5  light  drop 

Length  36" 

Spread  18  %" 

Standard  Quantity — twelve 

4005SF 

5  light  Semi-flush 

Length  12" 

Spread  18  V2'' 

Standard  Quantity — six 

4006 

2  light  Bracket 

Depth  2" 

Back  Plate  10V2"x4" 

Standard  Quantity — twelve 

4007 

1  light  Bracket 

Depth  2" 

Back  Plate  10V2”x4" 

Standard  Quantity — twelve 

4007P 

1  light  Bracket 

Depth  2" 

Back  Plate  10y2"x4" 

Standard  Quantity — twelve 

with  convenient  outlet 
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The  Lexington  Series  is  a  line  which  still  makes  use  oi  the 
ever  popular  ball  lamp  and  keyless  socket.  Smartly  designed 
and  extremely  fashionable  for  low  priced  fixture  installation. 

Made  of  white  metal,  everlasting  and  durable.  Finished  in 
Silver  and  Black  and  Bronze. 

Two  and  three  light  drops  and  candles  equipped  with  pin 
switches.  Five  light  drop  and  candle  equipped  with  triple 
action  switch  controlling  two  three  and  five  lights. 


3002D 

2 

light 

drop 

Length 

36" 

Spread  14" 

Standard 

Quantity — six 

3002C 

2 

light 

candle 

Length 

36" 

Spread  14" 

Standard 

Quantity — six 

3002SF 

2 

light 

Semi-flush 

Length 

12" 

Spread  14" 

Standard 

Quantity — six 

3003D 

3 

light 

drop 

Length 

36" 

Spread  16" 

Standard 

Quantity — twelve 

3003C 

3 

light 

candle 

Length 

36" 

Spread  16" 

Standard 

Quantity — six 

3003SF 

3 

light 

Semi-flush 

Length 

12" 

Spread  16" 

Standard 

Quantity — six 

3005D 

5 

light 

drop 

Length 

36" 

Spread  18^/4" 

Standard 

Quantity — twelve 

3005C 

5 

light 

Candle 

Length 

36" 

Spread  18^/4" 

Standard 

Quantity — six 

3005SF 

5 

light 

Semi-flush 

Length 

12" 

Spread  I8V2" 

Standard 

Quantity — six 

3006 

2 

light 

Bracket 

Depth 

2" 

Back  Plate  10"x4" 

Standard 

Quantity — twelve 

3007 

1 

light 

Bracket 

Depth 

2" 

Back  Plate  10"x4" 

Standard 

Quantity — twelve 

(Numbers  3002C,  3003C,  3005D  not  illustrated) 
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Wherever  efficient  colored  light  is  required;  wherever  space  limi¬ 
tations  demand  tubular  lamps;  wherever  illumination  of  daylight 
quality  is  desirable;  wherever  less  heat  from  high  level  illumina¬ 
tion  is  essential — there,  the  new  Geringer  fluorescent  fixtures 
have  already  proved  their  real  worth  in  modern  illumination. 


SIX  UNIQUE  FEATURES  OF  FLUORESCENT  LIGHTING 

1.  Gives  several  times  more  light  than  ordinary  lamps  of  the 
some  wattage. 

2.  Nearest  approach  to  daylight  ever  produced  at  high  efficiency. 

3.  50%  cooler  for  same  amount  of  light  .  .  and  looks  cooler. 

4.  Particularly  useful  for  color  discrimination. 

5.  No  glare  .  .  lighting  is  soft  and  evenly  distributed  so  that  you 
do  not  realize  that  there  is  as  much  light  as  there  is. 

6.  The  production  of  true  daylight  color  illumination  at  source 
eliminates  the  wasting  of  wattage  as  in  the  past  from  necessity  of 
filtering  out  excess  red  and  yellow  light.  Five  times  as  efficient 
as  old  method — and  better. 


FLUORESCENT 

CHANDELIERS 

The  four  light  is  square,  six  light  hexa¬ 
gon  and  eight  light  octagon  shaped — 
Finished  in  Polished  Cadmium — Wired 
Complete. 

For  larger  sizes  and  different  number 
of  lights,  send  us  your  specifications 
for  our  estimate. 


1.  No. 

Size  of  Lamp 

No.  of  Lights 

Length 
of  Body 

Glas. 

Reflect 

418 

18" 

4 

31" 

8 

424 

24" 

4 

37" 

8 

618 

18" 

6 

31" 

12 

624 

24" 

6 

37" 

12 

818 

18" 

8 

31" 

16 

824 

24" 

8 

37" 

16 

All  of  these  units  wired  with  thermal  auxiliary  having  110-125  Voltage,  60  cycles. 
If  other  types  of  auxiliaries  are  required  write  for  quotation. 
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Many  applications  will  be  found  lor  this  type  of  Fluores¬ 
cent  unit.  Ideally  suited  for  lighting  production  lines  such 
as  inspection  benches,  assembly  benches,  composing 
rooms,  laboratories,  tailoring  shops  and  countless  other 
industrial  locations  when  color  matching  or  daylight 
quality  illumination  is  required. 

These  fixtures  are  finished  in  Lacquered  Bronze  or  Green 
with  Porcelain  Enamel  reflecting  surface. 

These  units  furnished  either  with  solid  stem  as  illus¬ 
trated  or  with  four  hooks  for  chain.  Solid  stem  furnished 
only  in  18''  and  24"  sizes.  Furnished  complete  in  either 
case.  When  ordering,  specify  which  is  desired.  These 
units  furnished  with  switch  control  for  each  light. 

Stock  length  overall — 36".  Add  SI. 00  list  for  each 
additional  foot. 


CATALOG 

NUMBER 

SIZE  OF 

HOOD 

D  1  M  E  N  S 

IONS 

CIRCUIT 

NUMBER 

OF  UGHTS 

LAMPS 

HEIGHT 

WIDTH 

LENGTH 

VOLTAGE 

118 

1 

18" 

4%" 

51/2" 

00 

110-125 

124 

1 

24" 

4%" 

51/2" 

24 1/2  " 

110-125 

136 

1 

36" 

4%" 

51/2" 

36 1/2" 

220-250 

218 

2 

18" 

5%" 

7  3/4" 

18 1/2" 

110-125 

224 

2 

24" 

5%" 

7%" 

241/2" 

110-125 

236 

2 

36" 

5%" 

7%" 

36 1/2" 

220-250 

318 

3 

18" 

5V2" 

103/4" 

18 1/2" 

110-125 

324 

3 

24" 

51/2" 

10%" 

241/2" 

110-125 

336 

3 

36" 

51/2" 

103/4" 

361/2" 

220-250 

All  of  these  units  furnished  with  60  cycle  thermal  auxiliaries.  For  different  types  and  wattage,  additional  cost  of 
auxiliary  will  be  added  to  net  price. 


fluorescent  f^ecoratlve  fpeciaities 


1515 


1615 


1415 


1215 


0115 


(Glass  Reflector) 


The  Fixtures  and  Brackets  illustrated  on  this  page  are  designed  for  use  in  lobbies,  theatres,  reception 
All  Brackets  furnished  with  convenient  receptacles,  if  required.  When  ordering  specify  letter  "P"  to 
All  brackets  furnished  with  pin  switches. 


halls,  offices,  taverns  and  for  residential  purposes, 
number,  of  Bracket  ordered.  Add  80c  to  list  price. 
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•  Our  special  Fluorescent  division  is  equipped  to  meet  any  of  your  requirements  in  special  work. 
Send  us  your  blueprints  and  specifications  for  our  very  reasonable  quotations.  All  fixtures  furnished  wired 
with  auxiliaries  are  tested  by  us  before  shipment.  However,  inasmuch  as  the  auxiliaries  are  not  manufac¬ 
tured  by  us.  we  cannot  be  responsible  for  defects.  These  auxiliaries  carry  a  definite  guarantee  by 
their  manufacturer.  In  case  of  defects,  we  suggest  contacting  the  local  agent  of  the  manufacturer  or  re¬ 
ferring  to  us  for  adjustment. 


No. 

Description 

Lights 

Length 

Width 

Size  of  Lamp 

Standard 

Quantity 

Finish 

0115 

Bracket 

1 

20 

in. 

3% 

18"— 15 

watt 

6 

Chromium 

0120 

Bracket 

1 

26 

in. 

3?^ 

24"— 20 

watt 

6 

Chromium 

0130 

Bracket 

1 

38 

in. 

3% 

36"— 30 

watt 

3 

Chromium 

0140 

Bracket 

1 

50 

in. 

3% 

48"— 40 

watt 

1 

Chromium 

1215 

Gloss  Reflector 

1 

20 

in. 

3?8 

18"— 15 

watt 

6 

Chromium 

1220 

Glass  Reflector 

1 

26 

in. 

3% 

24"— 20 

watt 

6 

Chromium 

1315 

Adjustable  Hood 

1 

20 

in. 

3  94 

18"— 15 

watt 

6 

Chromium 

1320 

Adjustable  Hood 

1 

26 

in. 

3% 

24"— 20 

watt 

3 

Chromium 

1415 

Bracket 

1 

20 

in. 

3% 

18"— 15 

watt 

3 

Chrome  and  Copper 

1420 

Bracket 

1 

26 

in. 

3% 

24"— 20 

watt 

3 

Chrome  and  Copper 

1430 

Bracket 

1 

38 

in. 

3% 

36"— 30 

watt 

3 

Chrome  and  Copper 

1440 

Bracket 

1 

50 

in. 

3% 

48"— 40 

watt 

1 

Chrome  and  Copper 

1515 

Bracket 

1 

23 

in. 

3% 

18"— 15 

watt 

3 

Chrome  and  Copper 

1520 

Bracket 

1 

29 

in. 

3% 

24"— 20 

watt 

3 

Chrome  and  Copper 

1530 

Bracket 

1 

41 

in. 

3% 

36"— 30 

watt 

3 

Chrome  and  Copper 

1540 

Bracket 

1 

53 

in. 

3% 

48"— 40 

watt 

1 

Chrome  and  Copper 

1615 

Bracket 

1 

23 

in. 

3% 

18"— 15 

watt 

3 

Chrome  and  Copper 

1620 

Bracket 

1 

29 

in. 

3% 

24"— 20 

watt 

3 

Chrome  and  Copper 

1630 

Bracket 

1 

41 

in. 

3% 

36"— 30 

watt 

1 

Chrome  and  Copper 

1640 

Bracket 

1 

53 

in. 

3% 

48"— 40 

watt 

1 

Chrome  and  Copper 

3115 

Metal  Reflector 

1 

20 

in. 

3% 

18"— 15 

watt 

6 

Chromium 

3120 

Metal  Reflector 

1 

26 

in. 

3% 

24"— 20 

watt 

6 

Chromium' 

3130 

Metal  Reflector 

1 

38 

in. 

3% 

36"— 30 

watt 

3 

Chromium 

3140 

Metal  Reflector 

1 

50 

in. 

3% 

48"— 40 

watt 

1 

Chromium 

7115 

One  It.  with  stem 

1 

36 

in. 

41/2 

18"— 15 

watt 

3 

Chrome  and  Copper 

7120 

One  It.  with  stem 

1 

36 

in. 

41/2 

24"— 20 

watt 

3 

Chrome  and  Copper 

7215 

Two  It.  with  stem 

2 

36 

in. 

9 

18"— 15 

watt 

3 

Chrome  and  Copper 

7220 

Two  It.  with  stem 

2 

36 

in. 

9 

24"— 20 

watt 

3 

Chrome  and  Copper 

7315 

Three  It.  with  stem 

3 

36 

in. 

131/2 

18"— 15 

watt 

3 

Chrome  and  Copper 

7320 

Three  It.  with  stem 

3 

36 

in. 

131/2 

24"— 20 

watt 

3 

Chrome  and  Copper 

8115 

One  It.  Flush 

1 

3 

in. 

4% 

18"— 15 

watt 

3 

Chrome  and  Copper 

8120 

One  It.  Flush 

1 

3 

in. 

41/2 

24"— 20 

watt 

3 

Chrome  and  Copper 

8130 

One  It.  Flush 

1 

3 

in. 

41/2 

36"— 30 

watt 

3 

Chrome  and  Copper 

8140 

One  It.  Flush 

1 

3 

in. 

41/4 

48"— 40 

watt 

1 

Chrome  and  Copper 

8215 

Two  It.  Flush 

2 

3 

in. 

9 

18"— 15 

watt 

3 

Chrome  and  Copper 

8220 

Two  It.  Flush 

2 

3 

in. 

9 

24"— 20 

watt 

3 

Chrome  and  Copper 

8230 

Two  It.  Flush 

2 

3 

in. 

9 

36"— 30 

watt 

3 

Chrome  and  Copper 

8240 

Two  It.  Flush 

2 

3 

in. 

9 

48"— 40 

watt 

1 

Chrome  and  Copper 

8315 

Three  It.  Flush 

3 

3 

in. 

13  1/2 

18"— 15 

watt 

3 

Chrome  and  Copper 

8320 

Three  It.  Flush 

3 

3 

in. 

131/2 

24"— 20 

watt 

3 

Chrome  and  Copper 

8330 

Three  It.  Flush 

3 

3 

in. 

1314 

36"— 30 

watt 

3 

Chrome  and  Copper 

8340 

Three  It.  Flush 

3 

3 

in. 

131/2 

48"— 40 

watt 

1 

Chrome  and  Copper 

Third  and  fourth  numerals  of 

fixture  style 

numbers 

on  column  one 

denote 

wattage  of  lamp. 

All  of  these 

items  furnished  with 

60  cycle  Thermal  Auxiliaries: 

Circuit 

Watts 

Voltage 

15 

110-125 

20 

110-125 

30 

220-250 

40 

220-250 

If  desired  with  different  type  auxiliary,  specify  type  and  wattage.  If  these  have  higher  list  prices, 
an  additional  charge  will  be  added  to  our  net  price. 


fluorescent  ftrin  cJllqLti 


ip  cyi^i^nLinc^ 


Geringer  Fluorescent  Strip  Lighting  designed  for  easy  installation,  no  small  bothersome  fit¬ 
tings.  A  complete  strip  lighting  system  with  snap-on  reflector-covers  for  18",  24",  36"  and  48" 
Fluorescent  lamps.  This  system  has  many  excellent  applications.  For  illuminating  cores, 
niches,  luminous  panels,  and  for  decorative  lighting  of  all  kinds. 

7118-18"  strip  9118-18"  channel 

7124-24"  strip . . .  . .  9124-24"  channel 

7136-36"  strip .  .  .  . .  .  9136-36"  channel 

7148-48"  strip .  9148-48"  channel 

For  exposed  mounting  on  ceilings,  for  general  illumination,  strips  and  channels  finished  in 
Chromium.  When  ordering  in  Chromium  Specify  "Chrome"  after  each  number  covering  strips 
or  channels.  For  unexposed  mountings  strips  finished  in  lacquered  Aluminum. 

Punch  out  ^/2"  knockouts  furnished  in  channels  and  on  each  end  for  electrical  connections 
and  joinings.  Provisions  for  mountings  with  wood  screws  provided  for  in  each  channel. 
Strips  provided  with  holes  to  take  either  General  Electric  or  Westinghouse  reactors.  Chrome 
Balls  furnished  with  Chrome  strips. 

Strips  and  channels  furnished  bare  and  unwired.  Prices  on  sockets  and  auxiliaries  upon 
application. 


One  light  wired  unit  suitable  for  wall  cases,  show  windows  and  display 
cases,  over  mirrors.  Can  be  used  in  an  upward  position  as  floodlights  to 
obtain  a  decorative  effect.  Finished  Lacquered  Aluminum  with  porcelain 
enamel  as  a  reflecting  surface. 


CATALOG 
NUMBER  LIGHTS 
115^2  1 

12010  1 

13010  1 

1401 2  1 


SIZE  OF 

STANDARD 

CIRCUIT 

LAMP 

LENGTH 

QUANTITY 

VOLTAGE 

18"-15  watt 

19" 

3 

110-125 

24"-20  watt 

25" 

3 

110-125 

36"-30  watt 

37" 

3 

220-250 

48"-40  watt 

49" 

3 

220-250 

This  unit  furnished  with  60  cycle  thermal  auxiliaries.  If  desired  with  differ¬ 
ent  type  of  auxiliary  specify.  If  these  have  higher  list  prices,  an  additional 
charge  will  be  added  to  our  net  price. 
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fluorescent  cJll^litin^ 


These  smart  looking  suxiace  fixtures,  manufactured  as  units  and  in 
continuous  lengths  have  many  uses  for  decorative  lighting  effects. 
The  wide  variety  of  colors  available  in  Fluorescent  lamps  make  them 
especially  effective  for  use  on  walls  and  ceilings  in  lobbies,  tap 
rooms,  taverns,  reception  rooms,  etc. 

Finished  in  Polished  Chromium,  fixtures  are  fastened  to  ceiling  or 
wall  through  mounting  holes  in  back  plate.  Vz"  knockouts  ore  pro¬ 
vided  if  so  specified  so  os  to  join  these  units  into  strips. 


CATALOG  SIZE  OF  CmCUIT 


NUMBER 

LIGHTS 

LAMP 

LENGTH 

VOLTAGE 

5118 

1 

18"— 15  Watt 

20" 

110-125 

5218 

2 

18"— 15  Watt 

20" 

110-125 

5318 

3 

18"— 15  Watt 

20" 

110-125 

5124 

1 

24"— 20  'Watt 

26" 

110-125 

5224 

2 

24"— 20  Watt 

26" 

110-125 

5324 

3 

24"— 20  Watt 

26" 

110-125 

5136 

1 

36"— 30  Watt 

38" 

220-250 

5236 

2 

36"— 30  Watt 

38" 

220-250 

5336 

3 

36"— 30  Watt 

38" 

220-250 

5148 

1 

48"— 40  Watt 

50" 

220-250 

5248 

2 

48''_40  Watt 

50" 

220-250 

5348 

3 

48"— 40  Watt 

50" 

220-250 

Second  number  denotes  number  of  lights. 

Last  two  numbers  denote  size  of  lamp. 

All  of  these  items  furnished  with  60  cycle  thermal  auxiliaries.  If 
desired  with  different  type  of  auxiliary  specify  type.  If  these  have 
higher  list  prices,  an  additional  charge  will  be  added  to  our  net  price. 


Single  unwired  units  designed  for  showcase,  display  case,  as  small  wall- 
case  lighting.  For  one  lamp  18"  and  36"  T8  size  only. 

Fixture  body  has  junction  box  and  V2''  knockouts  on  each  end.  If  to  be 
screwed  on  showcase,  specify  location  of  screws.  Otherwise,  clips  will  be 
furnished 

Reflecting  Surface — Porcelain  Enamel.  Finished  green  or  black. 

It  is  necessary  to  mount  the  auxiliaries  at  some  convenient  location  at  base 
of  location. 


Cat. 

Size  of 

Stand. 

No. 

Lights 

Lamp 

Length 

Qty. 

6218 

1 

18"— 15  Watt 

22 

3 

6236 

1 

36"— 30  Watt 

40 

3 

PAGE  • 


INSTRUCTIONS 

ON 

ORDERING 


•  Prices  subject  to  change  without  no¬ 
tice. 


•  Shipping  instructions  must  accompany 
order  otherwise  we  shall  use  our  own 
discretion  in  selection  of  carrier. 


•  All  claims  for  goods  lost  or  broken  in 
transit  must  be  reported  to  carrier.  Our 
responsibility  ceases  when  merchandise 
is  signed  in  good  order  by  carrier. 

•  No  merchandise  will  be  accepted  for 
replacement  or  credit  without  our  au¬ 
thorization. 

•  Please  state  specific  instructions  as 
to  finishes  desired. 

•  All  correspondence  to  be  addressed 
to  New  York  office: 

UGHirNG  FIXTURE  MFG.  CO. 
77  OLD  BROADWAY 
New  York.  N.  Y..  U.  S.  A. 


PRICE  LIST 


l^e^identiai  cJdi^Ltin(^  ^ixture6 


Number 

Page 

List 

Number 

Page 

List 

Number 

Page 

List 

51 

12.  15 

$3.00 

1506 

32 

$4.20 

5104D 

13 

$17.00 

53 

15 

3.60 

1507 

32 

3.40 

5104D  Switch 

13 

17.60 

53D 

16 

4.60 

1601 

30 

2.80 

5104SF 

13 

16.60 

53D  Chrome 

16 

5.20 

1602 

30 

4.00 

5105D 

12 

20.00 

62 

14 

4.00 

1603 

30 

5.00 

5105SF 

12 

19.00 

64 

14 

4.00 

1605 

30 

7.60 

5107 

12 

4.60 

66 

14 

3.20 

1701 

31 

1.80 

5200 

2,  15 

3.40 

68 

14 

3.60 

1702 

31 

2.80 

5201D 

3 

7.20 

69 

15,  18 

3.00 

1703 

31 

3.20 

5201SF 

2 

6.80 

80 

15 

3.00 

1705 

31 

5.80 

5203D 

2 

14.40 

80D 

16 

4.00 

1706 

31 

3.20 

5203SF 

2 

14.00 

80D  Chrome 

16 

4.60 

1707 

31 

2.80 

5204D 

3 

17.60 

81 

15 

3.20 

1707P 

31 

3.40 

5204D  Switch 

3 

18.20 

81D 

16 

4.20 

1936 

14 

2.20 

5204SF 

3 

17.20 

8 ID  Chrome 

16 

4.80 

1936P 

14 

2.60 

5205D 

2 

20.60 

82 

15 

3.60 

1937 

14 

3.80 

5205SF 

3 

19.60 

83 

15 

3.40 

1937  White 

14 

3.40 

5207 

3 

5.20 

83D 

16 

4.40 

1937B  Chrome 

14 

2.00 

6001 

29 

1.40 

83D  Chrome 

16 

5.00 

1937B  White 

14 

1.60 

6001D 

28 

6.00 

84 

15 

3.80 

1938 

14 

5.00 

6003C 

28 

4.60 

102 

14 

1.80 

1938  W.  O. 

14 

4.00 

6003C/1 

28 

4.80 

103 

14 

2.20 

1938B  Chrome 

14 

1.00 

6003D 

29 

4.60 

105 

14 

4.40 

1938B  White 

14 

.80 

6003D/1 

29 

4.80 

107 

14 

2.00 

1940D 

1 

23.00 

6003SF 

29 

4.20 

110 

14 

4.80 

1940D  Switch 

1 

24.00 

6005C 

28 

5.20 

200 

14 

3.00 

1940SF 

1 

22.40 

6005C/1 

28 

5.40 

200P 

14 

3.60 

1941D 

1 

23.00 

6005C /3 

28 

5.60 

467 

15 

4.00 

1941D  Switch 

1 

24.00 

6005D 

29 

5.20 

467D 

16 

5.00 

1941SF 

1 

22.40 

6005D/1 

29 

5.40 

467D  Chrome 

16 

5.60 

3002C 

39 

5.80 

6005D/3 

29 

5.60 

481 

15 

4.00 

3002D 

39 

5.80 

6005SF 

29 

4.80 

481D 

16 

5.00 

3002SF 

39 

5.00 

6006 

28 

2.20 

48 ID  Chrome 

16 

5.60 

3003C 

39 

6.80 

6007 

28 

1.80 

681 

4.  15 

2.80 

3003D 

39 

6.80 

6007P 

28 

2.40 

681D 

16 

3.80 

3003SF 

39 

6.00 

6201D 

18 

5.00 

681D  Chrome 

16 

4.40 

3005C 

39 

9.40 

6201D-A 

18 

7.00 

691 

4,  15 

2.60 

3005D 

39 

9.4U 

6203D 

18 

10.00 

701 

14 

4.40 

3005SF 

39 

8.40 

6203SF 

18 

9.60 

701S 

14 

4.60 

3006 

39 

3.20 

6205D 

18 

12.00 

702 

14 

6.40 

3007 

39 

2.60 

6205SF 

18 

11.40 

703 

14 

8.80 

3802D 

21 

8.40 

6207 

18 

4.00 

1101 

34 

1.60 

3802D-D.T. 

21 

8.80 

6601D 

19 

7.40 

1102 

34 

2.60 

3802SF 

21 

8.00 

6603D 

19 

14.00 

1102D 

35 

5.20 

3802SF-D.T. 

21 

8.40 

6603SF 

19 

13.60 

1102SF 

35 

4.00 

3803D 

21 

9.80 

6605D 

19 

18.00 

1103 

34 

3.00 

3803D-D.T. 

21 

10.40 

6605SF 

19 

17.00 

1103D 

35 

5.60 

3803SF 

20 

9.40 

6607 

19 

4.80 

1103SF 

35 

4.40 

3803SF-D.T. 

20 

10.00 

6701D 

6 

6.00 

1105 

34 

5.60 

3805D 

20 

11.40 

6701D-A 

7 

7.00 

1105D 

35 

8.80 

3805D-Switch 

20 

12.00 

6701SF 

6 

5.60 

1105SF 

35 

7.00 

3805D-D.T. 

20 

12.40 

6703D 

6 

11.00 

1106 

34 

3.00 

3805D-Switch  D.T. 

20 

13.00 

6703SF 

7 

10.60 

1107 

34 

2.60 

3805SF 

21 

11.00 

6705D 

6 

14.00 

1107P 

34 

3.20 

3805SF-D.T. 

21 

12.00 

6705SF 

6 

13.00 

1201 

36 

1.60 

3905D 

20 

17.00 

6707 

7 

4.00 

1202 

36 

2.60 

3905D-D.T. 

20 

18.20 

6805D 

7 

19.40 

1202D 

37 

5.20 

3905SF 

20 

16.20 

6805SF 

7 

18.40 

1202SF 

37 

4.00 

3905SF-D.T. 

20 

17.40 

6805SF  Switch 

7 

19.00 

1203 

36 

3.00 

3905SF-S  witch 

20 

16.80 

6901D 

5 

6.80 

1203D 

37 

5.60 

3905SF-Switch  D.T. 

20 

18.00 

6903D 

4 

10.00 

1203SF 

37 

4.40 

3907 

20 

3.60 

6903SF 

4 

9.60 

1205 

36 

5.60 

3907D.T. 

20 

3.80 

6904D 

4 

10.60 

1205D 

37 

8.20 

4002D 

38 

5.20 

6904D  Switch 

4 

11.00 

1205SF 

37 

7.00 

4002SF 

38 

4.40 

6904SF 

5 

10.20 

1206 

36 

3.00 

4003D 

38 

6.00 

6905D 

5 

12.00 

1207 

36 

2.60 

4003SF 

38 

5.20 

6905SF 

5 

11.60 

1207P 

36 

3.20 

4005D 

38 

6.80 

6907 

5 

3.40 

1501 

32 

2.20 

4005SF 

38 

6.00 

7103D 

11 

12.00 

1502 

32 

3.60 

4006 

38 

3.00 

7103SF 

11 

11.60 

1502D 

33 

6.20 

4007 

38 

2.60 

7105D 

11 

17.00 

1502SF 

33 

5.00 

4007P 

4605D 

38 

17 

3.20 

19.00 

7105SF 

7107 

11 

11 

16.00 

5.00 

1503 

32 

4.40 

4605SF 

17 

18.00 

7201D 

9 

6.00 

1503D 

33 

7.00 

4607 

17 

6.00 

7201D-A 

8 

7.00 

1503SF 

33 

5.80 

5101D 

13 

7.00 

7201SF 

9 

5.60 

1505 

32 

6.80 

5101SF 

13 

6.60 

7203D 

8 

10.80 

1505D 

33 

9.40 

5103D 

12 

14.00 

7203SF 

8 

10.40 

1505SF 

33 

8.20 

5103SF 

13 

13.60 

7204D 

9 

11.60 

